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1313—-ELECTRIC ENGINE AND PQ ? 
HOUSE. These engines are used in the Dé: 
troit River Tunnel, the ordinary engine not 
being feasible on account of smoke and gas. 


THIS SPACE FOR THE wine ee oe | 


THIS SPACE MAY BE USED FOR MESSAGE 


